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where there is a Druidical circle and a Roman entrenchment both which encircle the town originally it is supposed that the stones were in this shape first one large circle then a smaller one inside this and then one in the middle for an altar but a great many in fad: most of the stones have been removed so I could [not] tell this. On Tuesday morning I was told of this so I thought I would go there again, I did and then I was able to understand how they had been fixed ; I think the biggest stone I could see had about 16 feet out of the ground in height and about 10 feet thick and 12 feet broad the circle and entrenchment altogether is about half a mile; at Abury I also saw a very old church the tower was very pretty indeed it had four little spires on it of the decorated order, and there was a little Porch and inside the porch a beautiful Norman doorway loaded with mouldings the chancel was new and was paved with tesselated pavement this I saw through the Window for I did not know where the sexton's house was so of course I could not get the key, there was a pretty little Parsonage house close by the church. After we had done looking at the lions of Abury which took us about J an hour we went through a mud lane down one or two fields and last but not least through what they call here a water meadow up to our knees in water, now perhaps you do not know what a water meadow is as there are none of them in your part of the world, so for your edification I will tell you what a deledlable affair a water meadow is to go through; in the first place you must fancy a field cut through with an infinity of small streams say about four feet wide each the people to whom the meadow belongs can turn these streams on and off when they like and at this time of the year they are on just before they put the fields up for mowing the grass being very long you cannot see the water till you are in the water and floun-